ANABEL  TAYLOR  HALL 
CORNELL  UNIVERSITY,  ITHACA,  N.  Y. 
Anabel  Taylor  Hall,  Cornell  University's 
Interfaith  Center,  provides  facilities  for  Cor- 
nell United  Religious  Work.  It  contains  the 
World  War  II  Memorial  Chapel,  Auditorium, 
Library,  One  World  Room  and  office  facilities 
for  all  faiths. 


POST  CARD 


PLACE 
STAMP 
HERE 

SC-K4BI 


